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X-rays are used not only for taking skiagrams of struc-
tures in the body but also in treating cancer and other diseases.
Diagnosis-wise, X-ray photograph of lungs to detect dis-
eases, is very popular. X-rays are employed in the detection of
stones in kidney, gall bladder. Fractures of bones could be de-
tected. X-rays are also employed to know the structure of crys-
tals, diamonds, etc. They are employed in the screening of ra-
dio opaque metallic bodies, for checking baggage in aerodromes.
They can also detect cracks in structures (buildings and bridges).
CAT scanner (Computerised Axial Tomography) is a sophisti-
cated method of evaluation of bodily disorders and diseases.
Roentgen who received the first Nobel Prize in Physics
after its institution in 1901, refused to obtain the patent right
for his discovery. He could have become a multi-millionaire
by patenting the X-ray idea. He opined that this discovery
should benefit entire mankind and should not remain in the
grip of a chosen few. Ib dice! in iH^r? noverty on February
10, 1923 at Munich. Despite his pu-.my, nv donated the en-
tire Nobel Prize money 10 the University o'1 Wurl/berg.